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1._EQUIPMENT 


1.1. Rotocell Extractor 

The continuous feeding system had to be modified because problems 
were again observed especially when using RL feedstock for the 
NOD (naturally-occurring! denitrification) process. The modification 
gives satisfactory results but it still requires additional 
supervision by the operators. 

A make-shift system was installed at the tobacco inlet of the 
extractor to reduce the losses of evaporated water when extraction 
takes place at 80°C. 
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1.2. Feeding System for the 750-1 Fermentor 

The installation of the two dosing pumps for feeding the extract 
and the ingredients in the right proportions into the 750-1 ^ 

fermentor is nearly finished!. jjt, 

1.3. Drying Chamber 


The purchased drying chamber arrived on March 8 and was installed. 
During! the start-up phase, problems were observed with the 
ventilator for circulating air in the drying chamber. 

With the assistance of a technician from Quester, the turbine of 
the ventilator was replaced' but it is still not working to our 
satisfaction. 

Therefore it was decided to send the complete ventilator back to 
the supplier for checking. 
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